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METROPOLIS LOCAL MANAGEMENT ACT,


18 & 19 Vic., Cap. 120.


 


Gentlemen,


In laying before you a Statement,

or Annual Report, of the various matters in my department, and

works executed under my supervision, I would be allowed to state,

that the parish of Kensington having been regulated since 1851,

by the Kensington Improvement Act, passed in that year, has not

been so substantially benefitted by the present Act, as have many

other of the metropolitan parishes.


During the four to five years the said Act was in operation, a

vast number of improvements were effected, such as repairing

footways, which were in a bad and dilapidated condition, and

paving others which were not then paved.  A total sum in

this item was expended to the amount of £9024 5s. 9d.


The sanitary state of the Parish was greatly improved by the

properly scavengering and repairing roads, which had been

neglected for many years.  A large amount of material was

used, and I am happy to state, that during the term before

mentioned, I was enabled to put these Roads into a good

trafficable condition.


The Act

consolidated the various Lighting Districts then existing under

the 3rd & 4th Will. 4, Cap. 90, and enabled the Commissioners

to supply between two to three hundred additional lamps, and so

better regulate and diffuse the lighting over the whole

parish.
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